Vt  19 

The  Old  First  Church,  Bennington,  Vermont 

It  IS  one  of  the  oldest  Churches  in  Vermont  Its  Cemetery  is 
the  resting  place  of  Vermont's  Governors,  founders  and 
defenders  The  present  Edifice  has  been  restored  to  look  as  it 
did  in  the  early  1  9th  Century 
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